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Curve Tracers 1534 

Cycle Unwinder 1101 
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Decade Capacitors 2145 
Decade Counter 315 

Decade Counter, Mini 1902 
Decade Counter Tube 1912 
Decade Display Unit 1309 
Decade Line Corrector 1746 
Decade Resistors 1726 
Decade Scaler, 1-Me 1930 
Decade Scaler, 10-Me 1130 
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Depth Recorder 1942 
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Deviation Calibrator 1311, 1529 
Deviation Tester 938 
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Differential Transformers 2006 
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Digital System 1115 
Digital System, AC/DC 
Digital Tape Recorder 
Digital Tape Transport 148 
Digital Telemetering 1940 
Digital Temp Controller 904 
Digital Transducers 223, 536, 
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Voltmeter 500, 724, 900, 940, 
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Digital Voltmeters Volt-Ratio Meters 1720, 
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Digitizer Adapter Kit 1105 

Dimeusional Calibration 

Dimersional Gage 1488 

Tinea Meter 1126 
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Direct -Readings 
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Direct-Writing Recorder 508, 1516 
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Directional Valves 1129 

Dise File Memories 2063 

Dise Storage Unit 1286 
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Displacement and Vibration 2201 

Display System 1508 

Dissolved Oxygen 

Dissolved Oygen 
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Double-Break Snap-Action 630 

D-P Flowmeter Equation, The 634 
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Drain Valves 2 
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Drive Units 1291 
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Dual Timer 909 
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Dump Valve 2113 
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Dynamic Plastics Tester 251: 
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1896, 2126 


1106, 2128 
Continuous 


Analyzer 
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Eight Tank Unit 1305 
Elapsed Time Jadicator 1248, 2502 
Electric Flow Transmitter 1739 
Electric Typewriter 1750 
Electrical Indicators 2138 
Eleestrical Instrument 1292 
Electrical Limit Stop 1513 
Electrical Recorder 2111 
Electrical Test Set 2155 
Electrodynamic Shaker 1315 
Electro-Humidity Transducer 1608 
Electrohydraulic Actuator 1489, 1515, 1719 
Electrohydraulic Valve System 2125 
Electroluminescent Panels 1390 
Electrolytic Conductivity 1037 
Electro Magnet 1109 
Electrometer 1304, 1596 
Electron Tubes 2124 
Electronic Control Meter 1034 
Electronic Controller 1308 
Electronic Converter 1124 
Electronic Counter 540, 2014, 2125 
Electronic Flow Measuring System 
Electronic Gage 827 
Electronic Impulse Counter 1901 
Electronic Integrator 1370, 1716 
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Electronic Level 1700 
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Electronic Monitoring Systems 437 
Electronic Multicoder 2135 
Electronic Multiplier 125 
Electronic Potentiostat 2145 
Electronic Reading Machine 
Electronic Scanner 1505 
Electronic System Tester 1311 
Electronic Timer 116, 1730, 
Electronic Timepiece 432 
Electronic Timing 1879 
Electronic Voltmeter 694 
Electronic Weigher 1545 
Electronic Weighing 631 
Electrostatic Amplifier 908 
Eliminating Vibration 101 
Emergency Power Systems 2246 
Encapsulated Open-Core Transformers 
508 
Encoder Readout System 1922 
End-Point Analyzer 223 
Engine Optimum Control 
Engineering Shortage, The 61 
Environmental Chamber 737 
Environmental Test Unit 2152 
Events-Per-Unit-Time Meter 1102 
Expanded-Scale Voltmeters Feature 
Accuracy 903 
E-Z Clean Liquid 
Edge Inspector 15:10 
Edge Reading Meter 2132 
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End Pump 1807 


Faultifinder 696 
Fault Indicator, 
Feed Pumps 
Fiber Optics Beam Tube 1939, 
Field Intensity Receiver 1940 
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Filled-System Thermometers 1250 

Film Reader, Precision 1744 

Film Tilting Unit 2140 

Film Viewer 1753 

Filter Assembly 500, 1132 

5,000-PSI Control 143 

Fixed Time Modules 212 

Flex Hose Control Valve 1492 

Flexible Couplings, Miniature 830 

Flexible-Disk Storage 1055 

Flip-Flop 1746 

Flip-Flop with Memo Light 304 

Floating Zone-Crystal Pulling 
70 

Flo-Ball Valves 1378 

Flow Alarm 1898 

Flow Check Valve 2306 

Flow Control Valves 1935, 2333 

Flow Measurement in Rocketry 

Flowmeter 943 

Flowmeter, Hi-Press 2117 

Flowmeter, Magnetic 2128 

Flow Meter, Variable Area 1108 

Flowmeter, Vortex-Velocity 1123 

Flow Monitor 936 

Flowrate Comparator 342 

Flow Rate Regulator, Low 1542 

Flow Transducer 694, 924, 925, 
1818 

Flow Transmitter 505, 894 

Fluxlok High-Speed Core 

FM Deviation Meter 2127 

F'M Stereo Modulator 2136 

FM Tuner 710 

Foam Tester 1315 

Foil Strain Gages 1117 

Follower Amplifier 1925 

Force Meters 511, 1134 

Force Transducer 328, 

Fork Oscillating Unit 302 

Four- An Three-Terminal 
Measurement 90 

Frequency Break Point 432 

Frequency Comparator 1948 

Frequency Counter 1918 

Frequency-to-DC Converter 


72 
Frequency Deviation 1041 
Frequency Deviation Meter 142, 5 
Frequency Divider 1535 
Frequency Divider/Clock 737 
Frequency Meter 1952, 2317 
Frequency Meter Relay 2124 
Frequency Monitor 1135 
Frequency Response Analyzer 
Frequency Response Calculator 21 
Frequency Standard 690, 730, 1108, 
1740, 1950 
Frequency Synthesizer 522 
Frequency and Time Standards 
Fresh Water from the Sea 
Fringe Measuring System 1905 
Frozen Mercury Patterns 218 
Function Generator 321, 707, 
300 
Function Generator Switch 1138 
Furnace Control Systems 1798 
Fuses or Breakers? 1102 


Fixture 
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1032, 


Memory 866 


1319, 2137 


Resistance 


2320 
1508, 


1394 
1266 
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Gage-Block Interferometer 2085 
Gain/Noise Meter 1942 
Galvanometer Protector 1704 
Galvanometer gt ay ter 1511 
Gama Analyzer 23 

s/Air Dryer 2305 
tas Alarm, Combustible 1744 
Gas _Analysis by Thermal 

155 


2055 


Conductivity 


Gas Analyzer-Monitor 127 

Gas Chromatograph 313 

Gas C ae tae Tubing 144 

Gas Density Cell 2114 

Gas Detector 523 

Gas Detector, Explosive 350 

Gas Dryers 2208 

Flow Monitor 1913 

Injection Device 1721 

Gas Monitor 701 

Gas Regulator 2121 

Gas Safety Regulators 1392 

Gas Sensing Device 1884 

— Valve 1913 

Gate Valves 1740 

Gated Electronic Counter 1714 

Generator, Character 1700 

Generator, Marker 1322 

Generator, Symbol 1509 

Generalized Equation for Potamaters with 
Spherical Floats, A 207 

Generating-Station C hl 
250 


Gas 
Gas 


Economics 


Graphie Panels 1031 
Graphic Systems Techniques 
Gyrotorquer Supply 719 


1458 


H 


Half-Adder Module 530 

Hamilton Physical Measurements 
oratory, The 1677 

Hardness Testers 1029, 2110 

Hardware Catalog 413 

Harness Fabrication Techniques 219 

Heat Cycle Analysis 1683 
Heat-Les’’ Dryers 1804 

Heatless_ gitenetivation of Desiccant Dry- 
ers 

Heat Sinks 693 

Heating Wattage Data 44 

Hermetic-Seal Connectors 1294 

High Density Recording 708 

High Density Recording System for Dig 
ital Computers 62 

High Frequency Voltage 

High Gain Amplifier 1726 

High Permeability Alloys 1830 

High Permeability Magnetwire 1947 

High-Power Valve Actuators 1851 

High-Press Gage 1489 

High-Pressure Measurement 232 

High-Speed Coder 1499 

High-Speed Commutation Switch 52 


Lab- 


Standard 1578 


Page 208—Instruments & Control Systems—Vol. 35 


Journal of 


High-Speed Counter 704, 1114 

High-Speed Monitor Scans 5000 
Second 473 

High-Speed Probe 1538 

High-Speed Pulse Code 1729 

High-Speed Recorder 2331 

High-Speed Storage 440 

High-Speed Tape Reeler 177 

High-Speed Tape Units 1502 

High-Speed Three-Color Pyrometer 

High-Speed Transceiver 1900 

High-Temp Oven-Furnace 134 

High-Vacuum Valve 145, 2323 

High-Vacuum Valves, Piumbing 543 

High-Voltage Rectifiers 1290 

Hi-Press Regulator 1513 

Hi-Press Ripple Filter 1487 

Hi-Press Valves 

Hi-Speed Valve 17138 

Hi-Vac Calculator 1513 

Hi-Vac Valves, Baffles 1036 

Hi-Vacuum Vapor Pum . 1592 

Hi-Volt DC Sources 2142 

Hi-Volt Power Unit 1747 

Horsepower Meter 1922 

Hot/Cold Chamber 1946 

Hot Helium Valve 2143 

Hot Metal Ladle Scale 2335 

Hour Meters, AC 2151 

How to Pick the Best Voltages 46 

Humidity Indicator 700 

Humidity Instrumentation 1620 

Humidity Measuring Device 2313 

Hydraulic Cells 707 

Hydraulic Load Cell 1298 

Hydraulic Supply Regulation 

Hydraulic System Tester 2138 

Hydraulic Valve Actuators 
Million Dollars 1859 

Hydrocarbon Analyzers 1494 

Hydrofluoric Acid, Solu Bridge for 

Hydrometers 2004 

Hydronic Zone Valve 1497 

Hydropise Turbine Flowmeter 628 


Inputs / 


1873 


1878 


Save Half- 


1713 


Ideas on the Undergraduate Curriculum 
oF 

Ignition-Type Tachometer 525 

Illuminated Switches 536 

Impact Noise Analyzer 2127 

Impedance Bridge 537, 1748 

Impedance Converter 509 

Impervious Graphite Valve 1899 

Impression Probes 310 

Impulse Counter 692, 1302 

Impulse Transmitters 2000 

Incremental Analyzer 521 

Incremental Encoder 1320, 1706 

Incrementa! Multimeter 348, 740 

Independent Standards Laboratory 

Indicating Control 113 

Indicating Controllers 631 

Indicator Assemblies 726 

Indicator-Controller 302 

Indicator Meters, Side 2117 

indicator Switch 232 

Inductance Bridge 1289 

Inductance Controlled 

Induction Hardening 1812 

Indicator Valve 1929 

Inductors, Variable 1940 

Industrial Relgys 2191 

Industrial Robot 839 

Industrial X-Ray 
1202 

Industrial X-Ray Tester 2150 

Industrial X-Ray Unit 1110 

Infrared Burners 2006 

Infrared CO Analyzer 2112 

Infrared Detection System 1286 

Infrared Monitor 1733 

Infrared Photoelectric Control 54 

Infrared Radiometer 502 

Infrared Relay 126 

Infrared Test Set 1894 

Infrared Viewer 1114 

Inkless Event Recorder 1731 

In-Line Blending Systems 

Inner Valve Con‘ours 625 

Input Conditioner 1114 

Inspection Stamps 1630 

Inspectrosco.e 317 

Instruction Memory 719 

Instrument Accuracies 85 

Instrument Boxes 1541 

Instrument Calibration Consoles 98 

Instrument Counter 148 

Instrument Industry, The 

Instrument } 

Instrument 

Instruments, 

Insulation Testers 313, 1510 

Integral Air Pump/Motor 1112 

Integrator 2107, 2297 

Interference Comparator 485 

Interference and the RFI Meter 1443 

Interferometer for Gage-Block Parallel- 
ism 1675 

Interlock Relays 1701 

International Electrical 
oratories 81 

Interrogators 1628 

Interval Timers 731, 1538 

Tonization Gage, Recording 1544 

Isolation Transformers 732 

Iso-Ohmic Voltage Divider, The 92 

Iterative Differential Analyzer, The 675 


478 


Oscillator iv°2 


Intensifying Screens 


1137, 1196 
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Transistorized 1950 


Standards Lab- 


J 


the Precision Measurements 
Assoc 3 7, 
1265, ! 
ae of the SCMA 
071, 1266, 1465, 2086, 


685, 18! 50, 


Knife Gate Valves 2002 


L 


Lab pne- How Meter 2125 

Lab peidgee 1896 

uab Pot Voltage Supply 2332 

Lab Power Centers 323 

Lab Unit 1490 

Lab Vacuum System 701 

Laboratory Standards 1499 
Laboratory coy ane 1129 

Lamp Assembly 230 

Latching Relays 1906 

Latching Relay, Mechanical 

Lead Sealers 2154 

Leak Detector 700, 1285 

Leaktight Fitting 1935 

Leakproof Valves 1701 

Lease or Purchase? 1639 

Level Control 344, 

Level Controller 1530, 2140 

Level Indicator 319, 1505 

Level Safety Switch 2122 

Level Transmitter 710, 1114 

Level Warn'ng Switch 1537 

Light Indicator Modules 925 

Lighted Counter 306 

Limit Control i634 

Limit Stop Assembly 522, 1134 

Linde Alumina Abrasives 214 

Linear Accelerometer 709, 1127, 

Linear Dead-Weight Accelerometer 
ibrator 1262 

Linear Displacement Transmitter 

Linsar Power Controllers 1921 

Linear Transducer 1 

Linear Valve Actuator 1311 

Line-Operated Valve 703 

Line Printers 1509 

Line Voltage and Current 
2248 





2128 
Cal- 


2012 


Regulation 


Liquid-In-Glass Thermometers 846 

Liquid Hydrogen Valve 1919 

Liquid Level Alarms 929 

Liquid Level Controls 623, 934 

Liquid Level Controller 2153 

Liquid Level Indicator 129, 540 

Liquid Level Sensor 1517 

Liquid Level Transducer 2319 

Liquid Level Transmitter 4911, 

Liquid Level Warning System 

Liquid Nitrogen Control 900, 

Liquid Rheostat 1284 

Liquid Sampler 907, 1105 

Load Cell System 1390 

Load Cell 1309, 1703, 1729, 

Load Cells, Semiconductor 929 

Load Transducers 1947 

Log Frequency Converter 1535, 

Logie Modules 690, 945, 1133, 
1744, 2822 

Logic Modules, 5-Me 916 

Logical Design of Control Systems 

Long-Wave (Pressure) Recerding 1388 

Look-up Systems 116 

Lo-Temp Measuring Systems 1317 

Low Noise Amplifier 2134 

Low Power Wattmeter 2315 

Low-Pressure Switch- 509, 705 

Low Pressure Transducer 1931 

Low-Temperature Metallizing 1836 

Low Voltage Neon Lamps 741 

Lube Oil Meter 2104 

Lubricated Plug Valves 519 


2132 
9) 
1919 


2138 


1700 
1578, 


1665 


Machine Plotting 1896 
Magnet Meters 1292 
Magnetic Amplifiers 702, 723, 
Magnetic Amplifiers, So Level 44 
Magnetic Core Logic 1246 
Magnetic Field Detector 1895 
Magnetic Field Evaluator 1502 
Magnetic Flowmeter 529 
Magnetic Heads, Flying, 1939 
Magnetic Level Gages 1135 
Magnetic Logic Elemen: 1320 
Magnetic Memories 153% 
Magnetic Memory Cores !427 
Magnetic Preamplifier 1226 
Magnetic Record Analyzer 731 
Magnetic Tape, Quality 945 
Magnetic Tape Rewind Unit 
Magnetic Tape Translator 693 
Magnetic Tape Transport 2117 
Magnetic Tapes 2332 
Magnetometer 827, 910 
Magnetometer, Portable 510 
Manometers, Inclined-Tube 1514 
Manometric Gage 1528 
Mass Flow 1751 
Mass Flowmeter 1497 
Mass Spectrometry in 
dustry 2272 
Materials Testing System 143 
Measurement Engineering 1796 
Measurement of Hypersonic Flow 1874 
Measurement of Mean Temperature in a 


Duct 1659 
Air Leak 652 
10 


1941 


1323 


Science and In- 


Measuring Quiescent 
Mechanical Differential 3 
Memory Drum 82 

Memory Drum Motor 1708 
Memory Frames 353, 526 
Memory System, Custom 1710 
Memo-Scope Preamp 1124 
Mercury Cells, Batteries 1008 
Mercury Relay 347 
Mercury-Wetted Contact Relays 
Metallic Bellows and A 
Metal-Sheathed T/C 1526 
Metal-Tube Varea- peter 1738 
Meter Calibrator 1903 
Meter-Controller 524 

Meter Indicator 696 

Metered Flow 2115 

Metering Valves 701, 2137 
Metering Line Regulators 334 
Metering Pump 222, 346 
Meter ae 1324 
Meter-Relay 89 

Meter- Relay Controls 513 
Metrapont-Bridge 727 
Microammeter 918 
Micrameseters, ee 2108 
Micro Balance 211 

Micro Cell 1618 
Micro-Cinematography 1925 


1491 
ssemblies 1606 





Microcircuit AGC Preamplifier 437 


Micro Components 538 
Microdial 902 
Micro Frequency Generator 
Micromanometer 1531 
Micrometer, Electronic 2105 
Micrometer Reader 2115 
Micrometer Valve 156 
Micro-Micro Ammeter 1901 
Microminiature Tools 1134 
Micro-Photo-Sensor 1720 
Micropot 15: 
Micro Relay 1951 
Micro Thermocouples 504 
Microtitrator 1321 
Micro Valves, 3-Way 522 
Microvolt-Ammeter 1297 
Microvolt-Ammeter, D-C 
Microvoltmeter, D-C 693 
Microwave Demonstrator 1715 
Millimicroammeter 319 
Millivolt Discriminators 1740 
Millivoltmeter 713 
Millivolt Reference Box 1700 
Millivolt Source 1310, 1502 
Mini Band Pass Filter 1128 
Mini Tape Recorder 1307 
Mini Transducer 1107 
Miniature Inductor 1937 
Miniature Trim Pot 115 
Missile Component 532 
Missile Fuel Valve 1894 
Mobile Computer Monitor 302 
Mobile Data System 336 
Modular Console Rack 738 
Modular Converter 542 
Modular Instruments 1944 
Modular Periscope 525 
Modules, Solid-State 947 
Moisture Analyzer 1736 
Moisture Content Indicator 834 
Moisture Control 129 
Moisture-Density Control 146 
Moisture Monitor 2308 
Molded Carbon Pot 1732 
Molded Plastic Shells 1287 
Monitor 1735 
Monitor Alarm 443, 516 
Monitor-Analyzer 918 
Monitoring System 2138 
Motor-Driven Level Gage 629 
Motor Drives for Memory Drums 
Motor Speed Control 2146 
Motorized Mixing Valve 1941 
Motors for Servo Systems 439 
Motors, Sub-FHP 1904 
Multi-Channel Calibrated Display 
q 


Multi-Conductor Magnet Wire 59 
Multiple Fuel Computing System 
Multiple Steree 1895 

Multiplexer 2103 

Multipoint Recorder 540 
Multi-Pulse X-Ray System 2136 
Multirange Meters 1305 


1953 


1735 


2269 


System 


1636 


Nanovoltmeter 2116 
Neutral-Density Filters 625 
in Simulation 1041 
8, 392, 574, 772, 970, 1176, 
1567, 1773, 1966, 2170 
Nixie Tube 910 
Noise Analyzer 942 
Noise Generator 911 
Nomenclature for Direct-W riting Record- 
ers 1239 
Non-Destructive Testing 2148 
NOR Addition 864 
NOR Circuit Modules 1734 ~ 
NRC—Counterpart of NBS 88 
Nuclear Burden-Level Gage 
Nuclear Instruments 721 
Nuclear Magnetic Resonance 
Nuclear Sensor 2333 
Numberwheel Totalizer 1312 
Numeric Interrogator 1744 
Numeric Keyboard 2321 
Numerical Control by 
1643 
Numerical Positioning 
chine Tools 1214 
Numerical Readout 121 
Null Indicators 944 


1652 
1814 


Punched Tape 


Controls for Ma- 


° 


Ohmmeter, Low-Cost 1708 

Ohmmeter, Portable 2295 

100-Me Gated Counter 442 

1-Me Logic Packages 314 

1000-Megacycle Standard 826 

On-Stream Analysis-Controller 131 

Operational Amplifier 339, 538, 716, 
1538, 212 

Operational DC Amplifier 351 

Operations Recorder 2327 

Optical Coatings, Multi Film 

Optical Comparator 438 

Optical Systems 455 

Optical Tachometer 908 

Optical Wedge, The 237 

Optimum Load Controller 129 

Orifice Flow Section for Metering Low 
Rates of Flow, The 296 

Oscillator 1500 ; 

Oscillator for Cycle Test 1136 

Oscillator, Low Distortion 1313 

Oscillator, Quartz 893 

Oscillators, VHF-UHF Power 

Oscillograph 1523, 1542, 2153 

Oscillograph Amplifier 737 

Oscillograph, Compact 2144 

Oscillograph, Mobile 341 =i 

Oscilloscope, Automatic 1936, 2317 

1308, 


1294, 


1384 


1318 


Oscilloscope, Bar Graph 1494 
Oscilloscope Cameras 693, 
Oscilloscope, Dual 2334 
Oscilloscope, Dual-Trace 2325 
Oscilloscope, 15-Me 126 
Oscilloscope, Null-Readout 153 


1712 


Oscilloscope Plug-Ins 1111 
Oscilloscope, Relays 532 
Oscilloscope, Sampling 2134 
Oscilloscope, 30-Me 327 
Oscilloscope Trace Camera 349 
Oscilloscope and Writer 155 
Oscilloscopes 151, 1526, 1722 
O-Seal Cartridge Inserts 946 
Oven Assembly 1489 

Overload Protector 2139 


Oxygen Analyzer 1929, 2146 


Panel Meters 536, 1304, 15 
1940 

Panel Meters, Mini 1321 

Panhandle Pete 42, 224, 431, 
1024, 1632, 1839, 2219 

Paper Tape 1992 

Paper Tape Reader 1106 

Paper Tape Reeler 2124 

Paper Weight 150 

Particle Counter 324 

Particle Size Analyzer 349 

Passive Attenuator Probe 1322 

Pattern Converter 1298 

Pen Conversion Kit 2300 

Pen Recorders, T-Y¥ Moving 

Perforated Tape Handler 112, 

1 


1800 
1137, 1545, 
Performance Computer 1908 
Peristatic Tubing Pump 1! _ 

Permanent Storage Media 

Permeameter 2304 

Phase Comparator 1941 
Phase-Discriminating VTVM 2298 
Phase-Lock Discriminator 2328 

Phase Meter 1284 

Phase Sensitive VTVM’s 214 

Phase Sequence Indicator 152 

Phase Shift Measurements 669 

Phase Shifter 2310 
Phase Unit 1902 
Photocell Reader 543 
Photoconductive Cell 437 
Photo Copier 1292 
Photoelectric Control 839 
Photoelectric Control for 

ing 1610 
Photoelectric Controller 352, 2314 
Photoelectric Encoder 2144 
Photoelectric _Paper- Tape. Sensing 
Photoelectric Tachometer 
Photoelectric Tape Reader 706 
Photoelectric Timer 2322 
Photoelectronic Keyboard 1546 
Photorelay System 710 
Photo-Transducer Accelerometer 
Photovoltaic Cells 1285 
Panel AC VTVM 132 
Pickup Coil 901 
Piezoelectric ‘‘Spark Pump’’ 828 
Pilot-Loaded Regulator 906 
Pilot-Positioner 727 


Street Light- 


1649 


2197 


4 
Piston-Type Angle Valves 139 
Plasma Generator 1746 
Plasma Torches 51 
Plastie-Body Valve 530 
Plastic Diode Holders 2328 
Plastic Ink Reservoir 2314 
Plastic Memory Core 1545 
Plastic Thermocouple 1488 
Plastic Wiring Duct 1487 
Platform Scale 715 
Platinum Resistance 
Plotter, 48” x 48” X-Y 
Plotter, 30” x 30” 529 
Plotting Board eth 
Plotting System 1100 
Plug-In Poly-Diode 1943 
Plug-In Relays 738 
Plutonium Hardness 898 
PM Motor, Small 1941 
Pneumatic Bleed Valve 1116 
Pneumatic Control Units 1608 
Pneumatic DC Transmitter 1546 
Pneumatic Digital Computer 1260 
Pneumatic Flow Transmitter 1388 
Pneumatic Instruments, 
Pneumatic Receivers 1488, 
Pneumatic Temperature Control 9 
Pneumatic Temperature Paanabster 1600 
Pnuematic Timer 1912 
Pneumatic Totalizer 691 
Pneumatic Ea ag ad 152 
Pneumatic Valve 713 
Pocket Test Gage 1742 
Pointer Galvanometer 1906 
Polarizing Optics 2154 
Polystyrene Capacitors 1316 
Portable Direct Writer 134 
Position Controller 2323 
Position-to-Digital Encoders 1198 
Position Level Indicator Fr 
Position Transducer 351, 125 
Positioning Relay 352 
Potentiometer, 
Potentiometer, 
Potentiometer, Microvolt 334 
Potentiometer, Miniaturized 1986 
Potentiometer, Portable 712 
Potentiometer, Slidewireless 1039 
Potentiometer Tester 131 
Potentiometers 532, 1703 
Potentiometers, Bridges 1232 
Potentiometric Pressure Transducers 244 
Power Amplifier 1752, 2106 
Power Amplifier, Mechanical 433 
Power Bridges, RF 1834 
Power Controls 2149 
Power Generator, UHF 1716 
Power Operators 2136 
Power Positioner 531 
Power Recorder 1738 
Power Regulator, AC 344 
Power Regulators 1500 
Power Relay 2331 
Power Source, AC 1494 
Power Source, TD 1951 
Power Supplies 513, 1742 
Power Supplies, AC 838 
Power Supplies, Programmable 833 
Power Supplies, Solid-State 717 
Power Supplies, Voltage Regulated 830 
Power Supply 524, 532, 711, 1134, 1946, 

2125, 2145 


Sensors 1030 
724 


Power Supply, AC/DC 535 
Power Supply Cabinet 1940 
Power Supply, DC 341, 1109, 
Power Supply, Dual 696, 1130 
Power Supply, Floating 541 
Power Supply, Multiple 321 
Power Supply, Regulated 1286 
Power Supply, Regulated DC 
Power Supply, Transistor 1112 
Power Supply Transistorized 127 
Power System, Standby 2149 
Power Tester 1539 

Power Tester-Recofder 1287 
Power Transistor Tester 2139 
Preamplifier 948, 2147 
Preamplifier, DC-Millivolt 828 
Preamplifier, Magnetic 1488 
Precision AC Supplies 2238 
Precision Air Regulation 624 
Precision Balance 310 

Precision Bourbon-Tube Gauge 
Precision Counters 310 
Precision Glass 1604 

Precision Lethe 1949 

Precision Meters 937 

Precision Meters, Portable 904 
Precision Phasemeter 1488 
Precision Pressure Gauges 1057 
Precision Thermostat 942 

sis pears Counter 353, 


1309, 2148 


1138 


234 


1315, 


17 
Preset Control Units 2333 
Preset Counter 1301 
Preset Timer 907 
Pr Control, Automated 1547 
Press and Flow Regulators 
Press Indicator and Alarm 
Press Transducer, Hi-Temp 1746 
Pressure Balance 154 
Pressure Cell 1934, 2134 
Pressure Control Dynamics 836 
Pressure Controller 
Pressure Converter Rule 2038 
Pressure-to-DC Transducer 1793, 2020 
Pressure Elements 8 
Pressure Gage 944, 2142 
Pressure Indicator mm 2306 
Pressure Lab Unit 212. 
Pressure Regulator 330, 938, 
Pressure Regulator, Vernier 
Pressure-Sensitive Paints 
Pressure Standard, Primary 1499 
Pressure Switch 2324 
Pressure Switch, Differential 118, 
Pressure Switches 705, 1098, 1490, 


Switches, 
30 


947 
1547 


1488, 
1732 


1906 


505 
2104, 


Three Basic Fune- 


Pressure Switches, Mint 2119 
Pressure Testes 1729 
Press Transducers, Mini Hi 1901 
Pressure Transducers, Strain Gage 1386 
Pressure Transducer, Variable-Reluctance 
1720, 1876 
Pressure pa aes 125, 140, 320, ou. 
i 912 92 
1896, 2103, 
2132, 2140, 
Pressure Transmitter, Electric 1376. 
Pressure-Vacuum Control 1749 
Pressurizing Valve 1116 
Primary Resistance Oven 352 
Printed Circuit Chopper 306 
Printed Circuit Vise 1751 
Printed Control Unit 1894 
Printer Tubes 155 
Printing Counters 501, 1914 
in Digital Recording 1430 
Control Computers 1897 
Systems 66, 299, 654, 
, 1681 
Process Refractometer 1307 
Production Recorder 1932 
Program Simulators 1540 
Programmed Data Processor 
Programmer, Dual Channel 
Programmers 302 
Programming Devices 835 
Programming Dynamic Tests 
Programming, Plugboard 1123 
Programming Switch, CRT 1709 
Proportional Power System 1922 
Proportioning Pumps \508, 930, 
Protecting Gloves 1289 
Proving Ring 2150 
Proximity Control 2204 
Proximity Switch 1111 
Psychrometer, Portable 892 
Pulp Control Valve 1701 
Pulse Amplitude Discriminator 
Pulse Analysis by Histogram 498 
Pulse Driver Circuit 172 
Pulse-Generating Module 503 
Pulse Generator 520, 712, 
Pulse Rate Integrator 892 
Pulse Simulator 1508 
Pulse-to-Step Converter 1129 
Pulse be > - rr 1101 
Pulser 1746's 
Pump, Adjustable- — “a rating 
Pumps, Variable-Flow 149 
Punch-Card Switches 902 
Punched Card Computer 2132 
Purge Meters 1304 
Pushbutton Switchlite 1103 
Pyrometer, Infrared 2138 
Pyrometer, Multi-Purpose 1498 
Pyrometer, Portable 1028 
Pyrometer, Radiation 1895 


2139, 2141, 


1228 
926 


463 


933 


1738 


1620 


9 


Quartz Accelerometer 523 


Radiant Oven 729 

Radiation Fuel Gage 696 
Radiation Pyrometer ‘715, 
Radiation Survey Meter 1714 
Radiation Thermometer 313, 
Radiation Tracking 626 
Radioactivity 900 

Random Access Memory 2299 
Random Vibration Control 627 


1138, 
515 


1906 


Rapld- hesene Oscillograph Recording 1236 

Rapid Film ess 1740 

Rate Control 912 

Ratio Bridge, Complex 2141 

Ratio Computer 1324 

Ratio Transformer 1942 

Ratios to 0.1 PPM 1793 

Reader Inquiries 175, 198, 381, 818, 972, 
2185 

Reading Punched Tapes 1647 

Readout Counter 2295 

Readout Oscilloscope 2125 

Receiving Tubes 711 

Receptacle Jack 1930 

Recorder 112, 308, 1701, 

Recorder Charts 1324 

Recorder Controller 141 

Recorder, Direct Writing 1946 

Recorder, Inkless 110 

Recorder, Instrumentation 336 

Recorder, Pen Lifter XY 129 

Recorder Plug-ins 2133 

Recorder, Portable 915, 2120 

Recorder Preamp 319 

Recorder/Reproduce System 721 

Recorder/Reproducer 535, 706 

Recorder, Transistorized 1108 

Recorders, X-Y 1630, 1915 

Recording Annunciater 134 

Recording Camera 139 

Recording Controller 933 

Recording Differential 

Recording Dry Feeder 6 

Recording of sone 
Recorder 497 

Recording Micrometer 2123 

Recording System, Portable 1914 

Recording Voltmeter, Mini 2112 

Recording Voltmeter, RMS 692 

Recording Wave Analyzer 1916 

Recording Welding Variables 1241 

Recovery Time Tester 1132 

Rectifier Test Set 1929 

Recycling Timer 1506 

Reed Relays 914 

Reference Junction 1310 

Reference Junction, TC 712, 715, 

Reference Supply, Portable 1736 

Reference Voltage Source 693 

Reference and Working Electrical Stand- 
ards 475 

Reflection-Coefficient 2224 

neieenntes for Fluid Process Streams 


1923 


, Mefractometer 52 


on a Multi-Pen 


1487 


Registration go 2315 

Regulators 703, 214 

Regulator Station AS for Large Cus- 
tomers 671 

Relative Humidity 1372 

Relay rt. Block 1546 

Relay, 4PDT 707 

Relay, General Purpose 2114 

Relays and Contactors 2123 

Relays, General Purpose 1814 

Relief Valve 702, 947, 2155 

Relief Valve, Diaphragm 725 

Relief Valves, Hi Press 2152 

Reluctive Transducers 2261 

Remote Alarm 1302 

Remote Angle Indicator 1948 

Remote Batch Controller 932 

Remote Control for Variac 

Remote Level Control 1732 

Remote Meter-Reading System 

Remote Reading Density 222 

Remote Reading Load Cell 115, 

Remote Readout 2154 

Remote Temp Control 50 

Remote Utility he Dintie 

Repetitive Scan 91 

Reset Timer 1226, ‘538 

Residual Gas Analyzer 509 

Resistance Bridge 709, 928 

Resistance Level Detectors 2198 

Resistor Networks 1940 

Resistor Standards 2301 

Resistor Tubing 1936 

Resistors and Rheostats 120 

Resistors, Potentiometers 535 

Resonant Relays 1117 

Reticle Adapter 1747 

Reversible Counter 1740 

Revolution Counter 932 

RF Generator, Variable 2151 

RF Metal Detector 1634 

RF Power Bridge 739, 1135 

RF Wattmeters and Load 1942 

Ring Bar Panel Meters 1196 

Roll Chart Papers 138 

Rolling-Contact Commutator 

Rolling Diaphragm Actuators 

Rolling Diaphragms 1034 

Rotameter/Controller 1495 

Rotameter mg! 2306 

Rotameters, By-Pass 1828 

Rotameters, Tranemitting 936 

Rotary Electric Actuator 1710 

Rotary Stepping Switch 1948 

Round Chart Controllers 503 

Round Chart Recorder 135 

Rupture Dises 317 


2104 
1800 
505 


1462 


1707 


Safety Switch 2323 

Sample Changers 911 

Sample and Hold Unit 1753 
Sampling Valve 1750 

Satellite Wires 696 

Saturable Power Reactor Control 
Saturable Reactor Control 2295 
Seale Voltmeter, Expanded 1934 
Scaler 1748 

Scanner-Multiplexer 916 

Scanner, Programmable 1514 
Scanner System 1709 

Schering Bridge 94, 1944 
Scintillation Counter 1533 
Scintillation Well Counter 1702 
Scope, Miniature 904 

Scope, 5 


1228 


Seamless Tubing 1292 

Selecting Bourbon-Tube Gauges 238 
Selecting a Potentiometer 1:0 
Self-Balancing Indicators 11'0 
Self-Qualification of Laboratcries 1265 
Semantics of Standards, The :' 
Semiconductor Temp Sensor: 347 
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Semiconductor Test Set 120 
Sensitive DC Relay 1512 
Sensitive Relays 1310, 2104 
Sensitive Scope 1323 
Sensitive Switches 1523 
Sensors, How to Use 1828 
Sequencing Switch 1125 
Sequence Timer 732 
Sequence Timing ne 1101 
Serial Memory 2 
Servoactuator 695, 1133 
Servo Amplifier 123, 1296, 
Servo Amplifier, Mini 2124 
Servo Analyzer 1702 
Servo Calibration of 
1673 
Servo Indicator 1284 
Servomanometer for 
ing 1596 
Servomechanism 506 
Servo Motor, Slo-Syn 912 
Servo Mounting Clamps 1307 
Servo Positioner 691 
Servo Recorder 2145 
Servo Systems 2328 
Servo Valve Test Stand 304 
Servovalves 2301 
Servo Voltmeter, 0.15% 1114 
Shaft Angle Converter 320 
Shaft Angle Encoder 908 
Shaft Angle Translator” 2104, 2145 
Shaft Encoder 698 
Shaft Encoder Translation 440 
Shaft Encoder Translator 1321 
Shaft Extensions 1296 
Shaft Position Encoder 1498 
Shear-Air Valve 1506 
Shielded Induce tors 731 
Shielded LVDT 2326 
Shift Elements 946 
Shift-Register Logic 656 
Shock Recorder 1220 
Shock Recorder, Statistical 
Shop Microscope 2330 
Shutoff Valve, Mini 
Shutoff Valves 502 
Sight Flow Indicator 710 
Signal Amplifier 537 
Signal Amplifier, DC/DC 1501 
Signal Conditioner, Strain-Gage 
Signal Conditioner, T/C 1912 
Signal Conditioner, Transducer 1951 
Signal Generator, FM 1943, 1953 
Signal Simulator 1301 
Simulation Council 
487, 681, 881, 10 1271, 14 
1883, 2095, 2281 
Single Dise Memory 723 
Sink Adapter 2123 
Six Dial Thermofree 
28 


Slide-Screw Tuner 1285 

Sliding-Disce-Valve Regulator 

Slip-Clutches and Brakes 702 

Slip Ring Capsule 1324 

Sludge Flowmetering 1513 

Slurry Valve 1376 

Snubber 325 

Soft-Seat Valve 1716 

Soil Moisture 319 

Solar Demonstration Kit 695 

Solder Mask 1751 

Soldering Iron 2298 

Solderiess Te peminal 693 

Solenoid 2135 

Solenoid Actuators 2111 

Solenoid Actuator, Mini 21 

Solenoid Operated Valve 2307 

Solenoid, Proportional 339 

a Valve 127 30, 

715, 1951, 2152, 2308 

Solenoid V alve, Cryogente 2106 

Solenoid Valve, Hi Press 2152 

Solenoid Valve, Miniature 1372 

Solenoid Valve, 2-Way 1492 

Solenoid Valves Coils 324 

Solenoid Valves Feature 
struction 1804 

Solenoid Valves, Sub-Mini 1214, 1290 

Solid-State Annunciator 133, 1905, 2319 

Solid-State Annunciator Systems 2024 

Solid-State Commutator 741 

Solid-State Counter 2139 

Solid-State Power Sources 626 

Solid-State Relay 718 

Solid-State Strain-Gage Transducer 

Solid-State Time Delays 1930 

Solids Moisture Analyzer 2128 

Solution Conductivity 1924 

Solution Meter Pump 2131 

Sonic Cleaning System 1942 

Sonic Energy Generator 2147 

Sorter, Bridge 538, 893 

Sound Survey Meter 524 

Space Magnetometers 1793 

Spanseal Valves 1028 

Spark Gap 1895 

Spectrometer System 
829 


1720 


Precision Meters 


Liquid-Level Record- 


1519 1743 


1737 
1702 


Da ae 75, 267, 
75, 1691, 


Potentiometer, The 


1685 


718, 1293 


1316 


71468 


Packless 


Con 


837 


Analytical NMR 
Spectrophotometer 2107 
Spectrophotometer, Double-Beam 
Spectrophotometer, Infrared 914 
Spectrophotometer, Recording 2019 
Spectrophotometer, UV 708 
Spectrum Analyzer 895 
Spectrum Analyzer 
Speed Control 2320 
Speed Control Systems 1395 
Speed Drive Variable 
Splicer and Tape 2108 
Stainless Steel Valves 1320 
Standard Vulse Generator 1123 

Standard on Shock and Vibration 1451 
Standards and Management 665 
Starts Counter, Mini 1938 

Static Power Conversion 629 

Static Relay 1306 

Stationary Magnet Clutch 132 
Statistical Techniques 1438 

Stepped Motor 327 

Step-Servo Components 1212 
Step-Servo Drive Motor 308 
Step-Servo Motors 834 

Stock Cubicles and Panels 945 

Stock Unloader 2309 

Stop Clock, Automatic 2119 

Storage Drum, Magnetic 897 
Storage Scope & _X-Y Recorder 
Strain-Gage Bridge Output 875 


1031 


Handbook 2034 


1101, 2309 


2204 


Gage Calibration 740 

Gage Calibration Unit 433 

Gage Cement 1532 

Gage Conditioner 110, 1288, 

Strain Gage Data Logger 1137 

Strain Gage Power Supply 2302 

Strain Gages 

Strain Gages, Foil 1386 

Strain Gage Monitor 716 

Strain Gage Ploiter 1492 

Strain Gage Plotting 1378 

Strain Gage Plotting System 1708 

Strain-Gage _Potentiometer Eliminates 
Slidewire 20 

Strain-Gage Press Transducer 1725 

Strain Gage and Readout 145 

Strain Gage Recorder 696 

Strain Recording 1793 

Strain Gages, Semiconductor 
1518, 153 19 937 

Strain-Gage Sensing 

Strain-Gage Temperature 
1268 

Strain-Gage 
sionless’’ 1870 

Strain Gage Transducer 1283, 

528, 1538 

Strain Gage, U-Shaped 1733 

Strain Gage, Weldable 413 

Strain Indicator, Portable 1894 

Stranducer Potentiometer, The 69 

Stress in Metallic Films 1590 

Stress-Strain Gage 1986 

Strip-Chart Recorder 513 

Stroboscopic Digital Display [6 

Submin Pot 939 

Sunlight Integrator 2113 

Supervisory Control 925, 1297, i913 

Supplies for Digital Equipn ent 2256 

Supply 2115 

Surface T/C 2306 

Surface Tester 1933 

Surface Thermometers 125 

Survey of Electric Utility Applications 
of Digital Computers 1047 

Suspension Type Meter 1715 

Sweep Drive 332 

Sweep Generator 1951 

Sweep Oscillators, GC 936 

Sweeping Image Recorder 1926 

Swing-Check Valve 1321 

Swing Gate Feeder 1714 

Switch Control Console 1730 

Switch, Internally-Lighted 149 

Switch, Overload 1896 

Switchboard Instruments 1294 

Switchboard Meters 719 

Switching, Balancing Unit 172 

Switching Time Meter 1283 

Synchro Angle Indicator 1099 

Synchro Bridge, Mini 1946 

Synchro Tester, Portable 1128 

Synchro Transmitters 133 

Synchronous Motors 1818 

Synchros for Servo Systems 

System Stability by Frequency 
2026 


Strain 
Strain 
Strain 


Strain 1724 


45, 1064, 


Elements 826 
Compensation 


“‘Dimen- 


1284, 1496, 


Transducer, The 


2191 
Response 


T 


Tables and Formulae 2014 

Tachometer 516 

Tachometer Generator ime. 

Tachometer Indicator 1740 

Tachometer, Low-Speed 144, 1107 

Tachometer, Recording 145 

Tachometers, DC 928 

Tank Contents Gage 1543 

Tank Gage 1707 

Tank Gaging System 1758 
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